TRINITY CHURCH IN THE PINES 
TREASURER REPORT 



For the Twelve Months (12) Ended December 31 
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Expenses 


Budget 








Outreach 
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Pastor related 
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Capital improvements 
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Capital - kitchen project 
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Grand Angels 
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Fund balances (cash on hand) 



Operating needs 
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Capital improvements 
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Capital - kitchen project 
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Memorials 
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Deacon love offering 
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Total cash on hand 
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Designated gifts 
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Balance 



Memorial Jazz Sunday 6,135 746 3211.71 3,669 

Picnic 77 77 



Trinity Church in the Pines 
Profit & Loss Budget vs. Actual 

January through December 2014 



Jan - Dec 14 Budget $ Over Budget 



Expense 

610 ■ PASTOR-RELATED 



611 - Pastor's Salary 


30,500 


30,500 
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Pastor Love Offering 


2,325 




2,325 


Offerings passed thru (plus $50 directly) 


612 - Pension/Health Insurance 
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Overstatement of effective salary 


613 - Pastor's Workers Comp 
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614 - Pastor Mileage Expense 
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615 - Housing Allowance 
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618 ■ Guest Speaker/Travel 


100 


100 


0 




ozl ■ Manse electric 


1,332 


a a r\r\ 

1,409 


-7—7 

-77 




622 - Manse Gas 


896 


996 


-99 




623 - Manse Water and Sewer 


no a 

824 


OHO 

812 


A r\ 

12 


rates went up during year 
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640 ■ FACILITIES 










641 - Custodian 
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642 - Trash Removal 
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643 ■ Insurance 


3,315 
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644 ■ Church Gas 


2,233 
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usage 


645 ■ Church Electric 
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usage 


646 Church Water & Sewer 


824 


812 


12 


rates went up during year 


647 ■ Telephone Expense 
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648 - Snow Plowing/Removal 


855 
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more snow (note no billings for winter 2014 reflected) 


649 ■ Repairs and Maintenance 


2,149 


3,000 


-851 




Total 640 ■ FACILITIES 
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